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E.O. 11652: N/A 
TAGS: BENC, NI 

SUBJECT: MAJOR PROJECT: VICTORIA ISLAND SEWAGE SCHEME 
TENDER 

REE: LAGOS 07734 

1 . MEPD PASSED MESSAGE REETEL TO BIGGS INTERNATIONAL 
DEVELOPMENT CORPORATION. IN PROCESS OF RELAYING MESSAGE, 

WE FOUND ADDRESS AND TELEPHONE GIVEN REETEL ARE HOME OF 
MR. BIGGS. AFTER PASSING MESSAGE TO MRS. BIGGS, WE WERE 
CALLED BY MR. BIGGS FROM HIS OFFICE IN SOUTH CENTRAL 
COMMUNITY COLLEGE WHERE HE IS DEAN. MAJOR CREDIT AGENCY 
HAD NO FILE ON FIRM. ALTHOUGH THESE FACTS ALONE ARE NOT 
CONCLUSIVE, WE ARE GROWING CONCERNED ABOUT BONA FIDES OF 
FIRM AND HAVE ASKED BIGGS TO SEND US INFO ON COMPANY. 

2. ACTION REQUESTED: SINCE BIGGS INDICATED HE HAD MET 

WITH EMBOEF, WOULD APPRECIATE KNOWING WHAT INEORMATION YOU 
HAVE ON FIRM AND WHETHER YOU ARE SATISFIED WITH ITS 
CREDENTIALS. KISSINGER 
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